B.S. Abdur Rahman Crescent Institute of Science and Technology 

School of Life Sciences 

B.S. Abdur Rahman 

Crescent 

lncfi+i ito nf Q/'ion/'o C. Tor'llnnlnnu 

Certificate of Participation 

This is to certify that 


Institute of Science & Technology 

Deemed to be University u/» 3 of the UGC Act. 1956 



Anand Prabhakar 


Participated in the webinar on 

Applications of Real-time PCR for Rapid Diagnosis of 
Communicable and Non-Communicable Diseases 


Organized by 

School of Life Sciences, B.S. Abdur Rahman Crescent Institute of Science 

and Technology, Vandalur, Chennai, India. 



Dr. Soumen Bera (Asst. Prof) 

Course Coordinator 


Dr. P. Ashok Kumar (Assoc. Prof) 

Course Coordinator 


Dr. S. Hemalatha 

Professor & Dean, SLS 




